To:  Jenkins,  Laura  Flynn[Jenkins. Laura@epa.gov] 

From:  Ferguson,  Ralph 

Sent:  Fri  9/18/2015  4:59:16  PM 

Subject:  Re:  Hennis  Contact  Info 

Just  tried  to  call... if  you  tell  me  what  it  is  I can  relay  that  to  Steve. 

Ralph  Ferguson 
ICP-GKM  FSC 

US  Environmental  Protection  Agency 
Office:  214-665-2147 
Cell:  469-978-6201 
ferguson.ralph@epa.  gov 

On  Sep  18,  2015,  at  10:56  AM,  Jenkins,  Laura  Flynn  <Jenkins.Laura@epa.gov>  wrote: 

Ralph: 

Please  call  my  cell.  This  is  an  urgent  matter:  202-260-8453. 

Thanks, 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 

Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 
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From:  Ferguson,  Ralph 

Sent:  Friday,  September  18,  2015  10:54  AM 

To:  Jenkins,  Laura  Flynn 

Cc:  Williams,  Laura;  Foster,  Althea 

Subject:  Re:  Hennis  Contact  Info 


We  need  to  know  more  information  on  why  she  needs  it?  Steve  is  the  liaison  with  him. 


Ralph  Ferguson 
ICP-GKM  FSC 

US  Environmental  Protection  Agency 
Office:  214-665-2147 
Cell:  469-978-6201 
ferguson.ralph@epa.  gov 

On  Sep  18,  2015,  at  10:37  AM,  Jenkins,  Laura  Flynn  <Jenklns  Laura@epa.gov>  wrote: 

Can  you  please  get  email  address  and  phone  number  for  Todd  Hennis  from  Steve 
Way?  Nancy  needs  it. 


Thanks, 

Laura  Jenkins 
Media  Officer 
USEPA  Region  8 

1595  Wvnkoop  St. 
Denver.  CO  80208 

Mailcode:  8-OC 
Landline:  303-312-6256 
Cell:  202-360-8453 

Fax:  303-312-6961 
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